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February 2, 1987 


General Industrial Technologies 

29 West 34th Street 

New York. New York 10001 

Attention: Mr. Walter Sheridan 

RE: 1987 TEMPORARY TECHNICAL PROFESSIONAL HELP AGREEMENT 

Dear Mr. Sheridan:.- 

Your employees assigned to the Construction Division 
of the World Trade Department may be working in areas that 
involve exposure to asbestos- The Authority requires you as 
the employer to comply with all laws and regulations including 
the requirements of OSHA. 

Sincerely, 



R. Urinyi 
(sistant Construction Manager 
~World Trade Center 


JP/tam 
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